
MEMORANDUM FOR? Chief, Regulation* Control Staff < 

SUBJECT i 

eonnel." 


"Periodic Physioal Ixaniifationsol 




25X1 A 


25X1 A9A 


25X1A9A 

25X1A9A 


25X1 A 


1„ The attached proponed Rega l s t lonsBMWI^^^Wff BI 
HHil' 1 Per lodie Physical Exaninatione of Ovarseaa Pereonael," are 

forvArded for publication* 


2 , ibe following should be incorporated in your reoerd of coo- 

rorrenees* 

R-^e e ^ faggi Chief of Operations, Office of the Deputy 
DireotoMPlana), requested that paragraph U. be aaended to 
allow greater flexibility. Dr. Tie t Jen drafted the attach- 
ed suggested revision which was presented to Oasaeral Cabell 
for hie consideration. General Qebell declined to aprore 
of the suggeste d revision and approved of paragraph h. as 
written, unless JJ^Mdeoide d to talk t o hi* personally 
about it, I discuase^thli with who did not de- 

sire to pursue the natter and approved of publication of the 
Regulations. 

I also advised General Cabell of Mr. Kirkpatrick* * noo- 
conourrsnoe because of bis objection to usisf a now Regular 
ti/m re troaot truly to take cars of any ease now under oonsld- 
e rat ion. General Cabell assured me that he had no intention 
vhitmr of doing tbls and that this Regulation vu to 
ouf homo in order for futurt otiit« I ktTt adviaod Hr# 
Kirkpatrick of this and he has also agreed to pub l ica t io n of 
the Regulations* 



L/ 1/ WHITE 
Deputy. Director 
(tap port) 


3 Atti 

1 Att 

2 Att 

3 Att - Suggested Derision 

,f .Cfiilsr, Medical Staff 

£r Retease 2002/01/23 : CIA-RDP78-04718A001500300038-3 





25X1 A 


25X1 A 



Approved For Release 2002/01/23 : CIA-RDP78-04718A001500300038-3 

MISSING PAGE 


ORIGINAL DOCUMENT MISSING PAGE(S): 


Approved For Release 2002/01/23 : CIA-RDP78-04718A001500300038-3 



